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PREFACE 


WE  LIVE  in  a  world  attuned  to  rapid  progress.  New  discov¬ 
eries  induce  major  changes  in  the  character  of  products 
created  and  in  operating  methods.  Yet  these  changes  pass 
almost  unnoticed  except  by  those  immediately  concerned. 

Such  is  the  nature  of  the  development  of  the  lighting  fixture. 

More  than  two  decades  ago  the  first  RADIANT  fixtures  were 
placed  on  the  market.  To  continually  improve  and  modernize 
RADIANT  products  has  been  our  aim  ever  since.  The  following 
pages  will  disclose  the  degree  to  which  we  have  succeeded. 


Important  Information 

LIGHTING  EQUIPMENT.  when  ordered  wired,  is  shipped  complete  ready  to  install.  The  only 
exceptions  are  such  fixtures  made  with  delicate  tubing  arms,  which  are  shipped  " Arms 
Wired,"  to  assure  sale  arrival. 

FINISHES:  We  stress  the  importance  of  ordering  all  merchandise  in  the  finishes  specified. 
There  will  be  an  extra  charge  on  all  special  finishes,  also  a  considerable  delay  in  making 
deliveries. 


WIRING:  All  electrical  devices  used  have  been  approved  by  the  National  Board  of  Fire 
Underwriters  and  are  polarized  with  ground  wire  properly  marked.  Brackets  are  equipped 
with  individual  control,  being  supplied  with  either  Pull  Chain  or  Pin  Switch,  as  specified  on 
each  item. 

DIMENSIONS:  All  important  dimensions  are  accurately  stated  on  each  illustration.  Width  is 
the  horizontal  distance  between  the  outermost  points  on  each  fixture.  Length  is  the  measure¬ 
ment  between  the  top  of  canopy  and  bottom  point  of  the  fixture. 

PACKING:  Each  fixture  is  packed  in  an  individual  carton  with  no  extra  charge.  Wooden  pack¬ 
ing  cases,  when  required,  are  charged  at  actual  cost,  in  accordance  with  regularly  accepted 
trade  practice. 

DAMAGES:  Our  responsibility  for  the  condition  of  shipment  ceases  when  accepted  by  the 
transporting  company.  All  goods  should  be  carefully  examined  as  soon  as  possible  after 
receipt,  and  claims  for  damages  or  breakage  taken  up  directly  with  the  transportation  com¬ 
pany.  Of  course,  Radiant  will  be  glad  to  cooperate  and  assist  you  in  collecting  such  claims. 

SHIPPING  INSTRUCTIONS:  Please  specify  whether  shipments  are  to  be  made  by  Freight, 
Express  or  Parcel  Post.  In  the  absence  of  instructions  our  Shipping  Department  will  use  its 
best  judgment. 


All  Prices  Subject  to  Federal  and  State  Taxes. 
All  Prices  Subject  to  Change  Without  Notice. 


BEAUTIFUL  LIGHTING 
FOR  YOUR  HOME 

The  world  of  the  stage  and  screen  has  always  utilized 
light  to  create  or  heighten  a  desired  mood.  A  sharp  beam 
of  a  flashlight  cuts  through  the  darkness  of  a  room  to  a 
chair,  a  wall,  a  safe  —  and  you  are  filled  with  a  feeling 
of  tenseness  and  mystery.  A  scene  opens  on  a  room 
where  flames  dance  in  an  open  fireplace  and  you  warm 
immediately  with  a  sense  of  cozy  well-being. 

To  the  real  world  of  your  home,  lighting  provides  the 
spark  of  life  and  the  measure  of  personality.  Will  the 
carefully  selected  furnishings  and  the  rich  colorings  of 
drapes  and  rugs  glow  with  friendly  warmth,  or  will  the 
room  be  flat,  lifeless  —  with  "something  missing"?  Your 
lighting  effects  will  provide  the  answer. 

Good  lighting  means  simply  a  supply  of  light  suffi¬ 
cient  for  easy  seeing,  yet  not  harsh  or  glary,  or  confined 
to  portions  of  a  room  to  form  pools  of  light  in  comparative 
darkness. 

The  lighting  fixture  is  the  surest  medium  for  the 
achievement  of  good  lighting.  It  makes  for  evenness  of 
illumination  and  its  eye-compelling  qualities  hold  fasci¬ 
nating  decorative  possibilities.  Properly  diffused  light, 
replacing  eye  strain  with  eye  comfort,  coming  from  a 
source  which  is  in  itself  beautiful,  must  mean  richness 
and  unity  to  any  decorative  scheme. 

More  than  two  decades  of  experience  and  thought 
devoted  to  lighting  fixtures  and  lighting  are  crystallized 
into  the  designs  herein  presented.  The  home  owner  who 
desires  fitments  to  blend  into  particular  architectural  and 
decorative  periods,  will  recognize  and  welcome  the  au¬ 
thenticity  of  design  and  purity  of  line  of  the  RADIANTS 
pictured.  Yet  no  matter  what  period  is  selected,  all  of  the 
fixtures  will  be  found  "modern"  in  the  important  aspects 
of  efficiency  and  quality  of  light  furnished. 

A  pride  in  craftsmanship  which  does  not  tolerate 
mere  surface  beauty  of  its  products  has  always  been  a 
RADIANT  characteristic.  The  finest  materials  available  in 
varied  finishes,  which  will  retain  their  original  brilliancy 
through  the  years,  give  substance  to  this  creed. 


FIXTURES  HERE  ILLUS¬ 
TRATED  ARE  MATERIAL 
EXPRESSIONS  OF  THE 
RADIANT  CREED  THAT 
BEAUTIFUL  LIGHTING 
EQUIPMENT  NEED  NOT  BE 
EXPENSIVE. 


THE  FUNCTION  OF  THE 
LIGHTING  FIXTURE  AS  A 
LIGHT  SOURCE  GIVES  IT 
OUTSTANDING  PROMI¬ 
NENCE  IN  THE  DECORA¬ 
TIVE  SCHEME. 


NO  EXPENDITURE  ABOUT 
THE  HOME  WILL  BRING  SO 
MUCH  RETURN  IN  COM¬ 
FORT  AND  DECORATION 
AS  A  PROPER  SELECTION 
OF  LIGHTING  FIXTURES. 


SOUND  PROPORTIONS. 
GRACEFUL  LINES,  STURDY 
CONSTRUCTION.  AND 
BEAUTIFUL  LASTING  FIN¬ 
ISHES  MAKE  RADIANT 
FIXTURES  PERFECT  COM¬ 
PLEMENTS  TO  THE  PRES¬ 
ENT-DAY  HOME. 


At  Night 
Radiant  Lite 


COMPLETE  PRICE  LIST  FOR  FOLLOWING  MERCHANDISE 

SHOWN  ON  LAST  PAGE 
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The  Napoleonic  era  produced  the  vigorous  period  of  design  known  as  Directoire  which  later 
developed  into  the  Empire.  The  period  included  the  last  years  of  the  reign  of  Louis  XVI  and 
until  Napoleon  crowned  himself  emperor  in  1804. 

It  was  an  era  of  suppression  produced  by  the  extravagance  of  the  court,  and  the  art 
of  the  day  expressed  the  complete  reaction  against  the  ornate  styles  of  the  previous  era.  The 
enthusiasm  of  a  freed  people  created  a  style  of  great  beauty.  Simple  lines,  showing  classic 
derivations,  combined  with  unusual  colorings,  meant  attractive  decoration  at  smaller  costs. 

RADIANT  has  adapted  the  finest  of  Directoire  and  18th  Century  motifs  to  the  creation 
of  a  handsome  line  of  modern  indirect  and  semi-indirect  lighting  styles. 

Scientifically  correct  illumination,  devoid  of  all  glare,  is  characteristic  of  the  fixtures 
illustrated.  You  will  find  that  their  crisp  lines,  using  metal  and  glass  in  complementary  forms, 
provide  a  vibrant  note  to  your  decorative  scheme. 

A  variety  of  finishes  are  provided  to  blend  with  any  interior.  These  are  electroplated 
for  richness  and  durability. 
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DIRECTOIRE  and  18th  CENTURY 


No.  2029 

Length  16”,  Width  9”,  Extension  5” 
Wired  Pin  Switch 

Cut  and  Polished  Glass  Trim  with  Indirect 
Metal  Bowl 

Finishes — Pewter  and  Gold 
or  Silver  and  Gold 


No.  2020 

Length  30”,  Width  17 Vi” 

Wired  Keyless 

Cut  and  Polished  Glass  Trim  with  Indirect 
Metal  Bowl 

Finishes — Pewter  and  Gold 
or  Silver  and  Gold 


No.  2013 

Length  28".  Width  16" 

Wired  Keyless 

Cut  and  Polished  Clear  Glass,  Leaf  Ornament 
on  Stem,  Deep  Etched  Design  on  Frosted 
Glass  Dish  with  Crystal  Trim 

Finishes — Chromium  or  Silver  and  Gold 


PAGE  4 


FITMENTS  SHOWN  ARE  ALL  MADE  OF  HEAVY  GAUGE  BRASS 


INDIRECT  and  SEMI-INDIRECT  LIGHTING  STYLES 


No.  2057 

Length  29",  Width  18" 

Wired  Keyless 

Indirect  Metal  Bowl  with  Glass  Star  Trim 


No.  2055 

Length  29",  Width  16" 

Wired  Keyless 

Semi-Indirect  Ivory  Glass  Bowl  with  Deep 
Etched  Design  and  Glass  Star  Trim 


Finishes — Pewter  or  Chromium 


FITMENTS  SHOWN  ARE  ALL  MADE  OF  HEAVY  GAUGE  BRASS 
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DIRECTOIRE  and  18th  CENTURY 


No.  2058 

Length  29".  Width  16" 

Wired  Keyless 

Opal  Bottom  Disk  and  Crystal  Trim 
Finishes — Chromium  or  Pewter 


No.  223 

Length  15",  Width  10" 

Wired  Keyless 

Indirect  Metal  Bowl  with  Crystal  Glass  Trim 
Finishes — Bronze  and  Gold  or  Pewter 
and  Gold  or  Irory  and  Gold 


No.  2056 

Length  29",  Width  16" 

Wired  Keyless 

Indirect  Metal  Bowl  with  Crystal  Glass  Trim 
Finishes — Chromium  or  Pewter 
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HEAVY  GAUGE  BRASS  CONSTRUCTION  THROUGHOUT 


INDIRECT  and  SEMI-INDIRECT  LIGHTING  STYLES 


No.  2015 

Length  26",  Width  18" 

Wired  Keyless 
Finishes — Pewter  and  Gold 
or  Bronze  and  Gold 

With  Solid  Hand  Cut  and  Polished  Crystal  Trim 


No.  224 

Length  15",  Width  11" 
Wired  Keyless 
Finishes — Ivory  and  Gold 
or  Pewter  and  Gold 
With  Crystal  Trim 


No.  222 

Back  8 Vi"  x  7 Vi",  Extension  4" 
Wired  Pin  Switch 

Finishes — Bronze  and  Gold  or  Pewter 
and  Gold  or  Ivory  and  Gold 
Crystal  Trim 


No.  595 

Length  21".  Width  16" 

Wired  Keyless 

Finishes — Pewter  and  Gold  or  Bronze 
and  Gold  or  Ivory  and  Gold 
With  Crystal  Trim 


Above  Fitments  are  made  with  Metal  Indirect  Bowls 


FITMENTS  MADE  OF  HEAVY  GAUGE  BRASS 
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INDIRECT  and  SEMI-INDIRECT  LIGHTING  FITMENTS 


No.  2078—1  Lt 


No.  2079—1  Lt 


No.  2078 

Length  11  Vi".  Width  12" 
Wired  Keyless 
Finishes — Ivory  and  Gold 
or  Bronze  and  Gold 
With  Crystal  Trim 


No.  2077 

Length  12".  Width  12" 

Wired  Keyless 

Finishes — Pewter  and  Gold  or  Bronze 
and  Gold  or  Ivory  and  Gold 
With  Crystal  Trim  and  Mellowtone 
Bottom  Dish 


No.  233 

Back  6"  x  10",  Extension  5 Vi " 
Wired  Pin  Switch 

Finishes — Bronze  and  Gold  or  Pewter 
and  Gold  or  Ivory  and  Gold 


No.  2079 

Length  10",  Width  12 Vi" 

Wired  Keyless 
Finishes — Ivory  and  Gold 
or  Bronze  and  Gold 

With  Champagne  Frosted  Glass  Trim  on  Band 


No.  232 

Back  10 Vi"  x  14",  Extension  7" 
Wired  Pin  Switch 

Finishes — Bronze  and  Gold  or  Pewter 
and  Gold  or  Ivory  and  Gold 


PAGE  8 


HEAVY  GAUGE  METAL  CONSTRUCTION 


LADY  LAMONT  SEMI-INDIRECT  STYLES 


No.  2074 

Length  14",  Width  12" 

Wired  Keyless 

Semi-Indirect  Fixture  with  Mellowtone  Glass 
Dish  in  Bottom  and  Crystal  Glass  Trim 


No.  2075 

Length  14",  Width  14" 

Wired  Keyless 

Semi-Indirect  Fixture  with  Mellowtone  Glass 
Dish  in  Bottom  and  Crystal  Glass  Trim 


No.  2076 

Length  42",  Width  16" 

Wired  Keyless 

Semi-Indirect  Fixture  with  Mellowtone  Glass 
Dish  in  Bottom  and  Crystal  Glass  Trim 


No.  2073 

Back  5>/2"  x  8",  Extension  5" 

Wired  Pin  Switch 

Indirect  Wall  Bracket  with  Light  Seepage 
Through  Decorative  Metal  Band 


Finishes — Ivory  and  Gold  or  Bronze  and  Gold  or  Pewter  and  Gold 


FITMENTS  OF  HEAVY  GAUGE  METAL 


PAGE  9 


EMPIRE 


Scientific  illumination  for  attractive,  restful  lighting 
is  the  objective  attained  in  the  lighting  equipment 
presented  on  the  following  eight  pages.  Reading, 
playing,  and  working  under  these  RADIANTS  will 
prove  a  revelation  of  what  real  eye  comfort  can 
mean  to  daily  living. 

The  immediate  fitments  pictured  reflect  the  influ¬ 
ence  of  the  Empire  period.  Symbolic  of  this  majestic 
period,  colored  by  the  Napoleonic  personality,  they 
reflect  both  his  strength  and  his  vanity. 

Other  fixtures  shown  are  adaptations  of  the  sim¬ 
pler  historical  styles.  Being  the  product  of  no  single 
school  of  design,  they  will  blend  easily  into  the 
decorative  schema  of  the  present-day  home.  The 
pleasant  variety  of  their  finishes  will  harmonize 
readily  with  the  particular  color  combinations  of 
any  room. 

Mellowtone  glassware  has  been  utilized  as  an 
integral  part  of  the  fixtures.  The  name  of  the  glass 
is  a  most  appropriate  description  of  its  quality.  Light 
diffused  through  this  glassware  is  distributed 
through  the  room  in  a  soft,  mellow  glow.  Harsh  con¬ 
trasts  are  banished;  glare  is  conspicuous  by  its 
absence.  Your  eyes  will  quickly  respond  to  the 
difference. 


No.  883 

Length  36",  Width  15" 

Wired  Keyless 
No.  884 — Ceiling  Type 
Length  13V2",  Width  15" 
Glassware  shown  Mellowtone 
Finishes — Bronze  and  Gold  or  Pewter 
and  Gold  or  Empire  White  and  Gold 
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LIGHTING  STYLES 


No.  880 

Length  42",  Width  20" 
Wired  Keyless 


No.  886 

Length  17",  Width  20" 
Wired  Keyless 


No.  881 

Back  4V5t"  x  4Vfc",  Extension  7" 
Wired  Pin  Switch 


No.  887 

Length  13",  Width  7" 
Wired  Keyless 
No.  Ch.  887  on  Chain 


Glassware  Shown  Mellowtone 

Finishes — Bronze  and  Gold  or  Pewter  and  Gold  or  Empire  White  and  Gold 


HEAVY  GAUGE  BRASS  CONSTRUCTION 
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LADY  BELL 


No.  2096 

No.  Ch.  2096— On  Chain 
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No.  2094 

Length  42".  Width  21" 
Wired  3-Way  Switch 
Finishes — Pewter  and  Gold 
or  Federal  Bronze 


No.  2096 

Length  12".  Width  8" 
Wired  Keyless 

No.  Ch.  209G — Made  on  Chain 
Length  36" 

Finishes — Pewter  and  Gold 
or  Federal  Bronze 


No.  2095 

Back  4"  x  7Vfe" ,  Extension  7" 
Wired  Pin  Switch 
Finishes — Pewter  and  Gold 
or  Federal  Bronze 


No.  2049 

Length  36",  Width  17" 
Wired  Keyless 
Finishes — Bronze  and  Gold 
or  Pewter  and  Gold 


Glassware  Shown  Mellowtone 
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FITMENTS  MADE  OF  HEAVY  GAUGE  BRASS 


MELLOWTONE  STYLES 
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No.  2047 

Length  42",  Width  21" 
Wired  3-Way  Switch 


No.  2046 

Length  12 V2".  Width  8V2" 
Wired  Keyless 


No.  2045 

Back  4"  x  7V2",  Extension  7" 
Wired  Pin  Switch 


No.  2048 

Length  42",  Width  21" 
Wired  3-Way  Switch 


Glassware  Shown  Mellowtone 
Finishes — Bronze  and  Gold  or  Pewter  and  Gold 


FITMENTS  MADE  OF  HEAVY  GAUGE  BRASS 
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NORFOLK  STYLES 


No.  Ch.  877 — On  Chain 


No.  877 

Length  13".  Width  9" 
Wired  Keyless 

No.  Ch.  877 — Made  on  Chain 
36"  in  Length 


No.  871 

Back  41/2"  x  4V2",  Extension  6V2" 
Wired  Pin  Switch 


No.  873 

Length  36",  Width  15" 
Wired  Keyless 


No.  875 

Length  42".  Width  21" 
Wired  3-Way  Switch 


Glassware  Shown  Mellowtone 


Finishes — Bronze  and  Gold  or  Colonial  Brass  or  Empire  White  and  Gold 
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FITMENTS  MADE  OF  HEAVY  GAUGE  BRASS 


NORFOLK  STYLES 


No.  876 

Length  12",  Width  20" 
Wired  Keyless 


No.  870 

Length  42",  Width  20" 
Wired  3-Way  Switch 


No.  874 

Length  12",  Width  15" 
Wired  Keyless 


Glassware  Shown  Mellowtone 


Finishes— Bronze  and  Gold  or  Colonial  Brass  or  Empire  White  and  Gold 


FITMENTS  MADE  OF  HEAVY  GAUGE  BRASS 
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MELLOWTONE  BETTER  LIGHT 


No.  623 

Length  14",  Width  15" 
Wired  Keyless 


No.  627 

Length  12",  Width  8" 
Wired  Keyless 


No.  620 

Length  42",  Width  21" 
Wired  3-Way  Switch 
No.  62G — 5  Lt.,  Ceiling  Type 
Length  17",  Wired  Keyless 


No.  621 

Back  5V2"  x  7",  Extension  5" 
Wired  Pin  Switch 


Glassware  Shown  Mellowtone 

Finishes — Chromium  and  Black  or  Dark  Brown  and  Gold  or  Empire  White  and  Gold 
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FITMENTS  SHOWN  ARE  MADE  OF  CAST  METAL  AND  HEAVY  GAUGE  BRASS 


BETTER  SIGHT  LIGHTING  FITMENTS 


No.  1920 

No.  1927 

Length  42".  Width  19" 

Length  11*4".  Width  8" 

Wired  3-Way  Switch 

Wired  Keyless 

No.  1926— Length  15" 
Wired  Keyless 

No.  1921 

No.  1923 

Back  5"  x  3‘/2".  Extension  7" 

Length  36",  Width  14*4 

Wired  Pin  Switch 

Wired  Keyless 

FITMENTS 

Glassware  Shown  Mellowtone 

Finishes — Chromium  and  Black  or  Dark  Brown  and  Polished  Brass 

SHOWN  ARE  MADE  OF  CAST  METAL  AND  HEAVY 

No.  1924— Length  12" 

GAUGE  BRASS 

YORKTOWN  COLONIAL 


The  outstanding  characteristic  of  Colonial 
design  is  its  simplicity. 

American  preference  for  the  Colonial 
motif  has  its  roots  in  tradition  —  but  that 
is  not  the  sole  reason  for  the  continued 
approval  of  the  style.  The  American  peo¬ 
ple  have  never  hesitated  to  change  or 
discard  in  order  to  progress.  But  they 
remain  loyal  to  those  things  which  merit 
retention. 

The  delightful  charm  of  Colonial  ap¬ 
pointments  never  palls.  Their  appeal  in¬ 
creases  with  time. 

Radiant  Colonials  are  typical  of  the 
periods  which  produced  the  original  de¬ 
signs.  Nevertheless,  despite  their  centuries 
old  heritage,  they  fit  perfectly  into  the 
home  of  today.  Our  times  have  seen  a 
growing  tendency  away  from  the  over- 
ornate.  Chaste,  clean  lines  are  preferred. 
From  the  lighting  fixture,  soft,  non-irri¬ 
tating  light  is  demanded  in  addition  to 
decorative  beauty. 


No.  15061  y2—l  Lt 
No.  15068*4^2  Lt 


No.  15060J4— 5  Lt. 


The  Colonial  lighting  fixture  has  always 
embodied  these  qualities. 

A  variety  of  glass  chimneys  gives  in¬ 
creased  decorative  value  to  the  fixtures 
and  also  diffuse  the  electric  lights  in  mod¬ 
ern  scientific  manner.  Where  authenticity 
requires  the  candle  without  glass,  good 
lighting  and  proper  style  permit  the  use 
of  lovely  parchment  shades  for  decora¬ 
tive  and  diffusing  purposes. 


No.  15062  Vz 

Height  13”,  Diameter  6” 
Wired  Pin  Switch 


No.  15061  Vi 

Back  6V2"  x  4V2”,  Extension  6V2” 
Wired  Pin  Switch 
No.  15068V2.  Width  11" 


No.  15060  V2 

Length  42",  Width  20 Viz" 
Wired  Keyless 


Lighting  Glassware  Shown  Clear  Cut  on  Satin  Frosted,  Wood  Polished  Colonial  Prisms 


Finishes — Colonial  Brass  or  Pewter  or  Stained  English 
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LIGHTING  STYLES 


No.  14087—3  it. 
No.  14089—2  Lt 


No.  15078*4 


No.  15071 


No.  15067*4 


No.  15070*4—5  Lt. 
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No.  14087—3  Lt. 

Length  6 V2 ",  Width  14" 

Wired  Keyless,  12"  Dish 
No.  14089—2  Lt..  Length  5Vi".  Width  12" 
10"  Glass  Dish 


No.  15070  Vi 

Length  42".  Width  18  V2" 
Wired  Keyless 


No.  150781/2 

Back  6V2"  x  41/2".  Width  11  Vi" 
Wired  Pin  Switch 


No.  15071  Vi 

Back  6  Vi"  x  4  »/2".  Extension  6" 
Wired  Pin  Switch 


No.  15067 1/2 

Length  13  Vi".  Width  7 Vi" 
Wired  Keyless 


Lighting  Glassware  Shown  Clear  Cut  on  Satin  Frosted — Wood  Polished  Colonial  Prisms 


FITMENTS  MADE  OF  HEAVY  GAUGE  BRASS 
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YORKTOWN  COLONIAL  STYLES 
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No.  15097 


No.  15070—5  Lt 


No.  10079 


No.  15071 


No.  10079 

Length  30".  Width  11" 
Wired  Keyless 


No.  15070 

Length  42",  Width  18 *4" 
Wired  Keyless 


No.  15097 

Length  15".  Width  7" 
Wired  Keyless 


No.  15071 

Back  6 Vi"  x  4 Vi",  Extension  5 Vi" 
Wired  Pin  Switch 


Lighting  Glassware  Shown  Clear  Cut  on  Satin  Frosted 


Finishes — Colonial  Brass  or  Pewter  or  Stained  English 
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MOUNT  VERNON  LIGHTING  FITMENTS 


No.  15091 

Back  6  Vi"  x  4V2".  Extension  5V2" 
Wired  Pin  Switch 


No.  15098 

Back  6Vi"  x  4 Vi".  Width  9Vi" 
Wired  Pin  Switch 


No.  15090 

Length  42",  Width  19 V2" 
Wired  Keyless 


No.  15093 

Length  36",  Width  12 Vi" 
Wired  Keyless 


Glass  Shades  Clear  Cut  on  Frosted  as  Shown 


Finishes — Pewter  or  Colonial  Brass  or  Antique  Brass 
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WILLIAMSBURG  STYLES 


No.  2070 

Length  36".  Width  13" 
Wired  Keyless 


No.  2071 

Back  8"  x  4",  Extension  6" 
Wired  Pin  Switch 


No.  2069 

Length  42".  Width  18" 
Wired  3-Way  Switch 


Lighting  Glassware  Shown  Clear  Cut  on  Satin  Frosted — Hand  Polished  Colonial  Prisms 


Finishes — Colonial  Brass  or  Pewter  or  Antique  Brass 
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WILLIAMSBURG  STYLES 


No.  2065 

Length  42".  Width  18" 
Wired  3-Way  Switch 


No.  2068 

Length  12",  Width  5" 
Wired  Keyless 
No.  Ch.  2088 — Length  36" 


No.  2067 

Back  8"  x  4",  Extension  6 
Wired  Pin  Switch 


No.  2066 

Length  36".  Width  13" 
Wired  Keyless 


Lighting  Glassware  Shown  Clear  Cut  on  Satin  Frosted 
Finishes — Colonial  Brass  or  Pewter  or  Antique  Brass 


FITMENTS  MADE  OF  HEAVY  GAUGE  BRASS 


PAGE  2i 


WILLIAMSBURG  COLONIAL  STYLES 


No.  1902 

Length  llVz".  Width  I2V2" 

Wired  Keyless 

Cut  Glass  Dish  and  Perforated  Metal  Band 


No.  10083—3  Lt. 

Length  5*4".  Width  15" 
Wired  Keyless 

No.  10087—2  Lt..  Width  11  Vi" 


No.  2043 

Length  42",  Width  20" 
Wired  3-Way  Switch 
Cut  Glass  Dish  and  Stem 


No.  2044 

Back  4"  x  7 Vi",  Extension  6 Vi" 
Wired  Pin  Switch 


Glassware  Shown  Clear  Cut  on  Satin  Frosted 
Finishes — Antique  Brass  or  Pewter  or  Colonial  Brass 
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WILLIAMSBURG  LIGHTING  STYLES 


No.  599 

Back  4"  x  12".  Width  9" 
Wired  Switch 

Mirror  Back  with  Cut  Glass  Cups 
Finishes — Gold  or  Silver 


No.  2104 

Back  5  Vi "  x  5  Vi" ,  Extension  6" 

Wired  Pin  Switch 

Cut  Glass  Clear  Cup  with  Clear  Cut  on 
Frosted  Shade 

Finishes — Colonial  Brass  or  Pewter 


No.  2082 

Back  7"  x  6",  Extension  6  Vi" 

Wired  Switch 

Mirror  Back  and  Hand  Cut  on  Frosted  Shade 
Finishes — Gold  or  Pewter 


No.  2105 

Back  9"  x  4  Vi",  Width  9" 
Wired  Pin  Switch 
Hand  Cut  on  Frosted  Glass 
Finishes — Pewter  and  Gold 
or  Federal  Bronze 


No.  2106 

Back  8"  x  4 Vi",  Width  9’ 
Wired  Pin  Switch 
Hand  Cut  on  Frosted  Shades 
Finishes — Pewter  and  Gold 
or  Federal  Bronze 


FITMENTS  MADE  OF  HEAVY  GAUGE  BRASS 


PAGE  25 


WILLIAMSBURG 


The  entrance  foyer  and  halls  offer  the  ideal 
place  for  dramatic  illumination.  These  are  the 
least  intimate  rooms  of  the  home.  They  are 
usually  the  means  of  access  to  other  rooms  in 
the  house  and  are  essentially  semi-public  in 
character. 

The  use  of  well-designed  fixtures  enhances 
the  beauty  and  interest  of  these  rooms  and 
assures  satisfactory  first  impressions. 

RADIANT  has  designed  this  series  of  lan¬ 
terns  using  simple  Colonial  and  Georgian 
motifs  and  subdued  finishes.  These  character¬ 
istics  are  in  keeping  with  the  principle  that  the 
farther  we  proceed  into  the  house  the  more 
colorful  we  should  find  it. 

Present-day  architecture  often  necessitates 
the  use  of  close-to-ceiling  lights.  Skillfully  de¬ 
signed  fixtures  are  provided  to  fit  such  condi¬ 
tions.  All  of  the  lanterns  are  engineered  to  pro¬ 
vide  good  light  and  tasteful  decoration. 


No.  1913—1  Lt. 

No.  1914— Made  on  Chaii 


No.  10045—3  Lt, 


No.  10045 

Length  36",  Lantern  Body  Size  15"  x  9'/2" 

Wired  Keyless 
Clear  Crystal  Glass 
Finishes — Colonial  Brass  or  Black 

and  Colonial  Brass  f<Jo.  1913 

Length  13",  Width  8V2" 
Wired  Keyless 

No.  1914 — Length  36" 
Clear  Cut  on  Frosted  Glass 

Finishes — Antique  Brass  or  Pe 
or  Colonial  Brass 
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COLONIAL  HALL  LANTERNS 


No.  10044 

Length  36",  Lantern  Body  Size  9"  x  16" 
Wired  Keyless 
Clear  Crystal  Glass 
Finishes — Stained  English 
or  Colonial  Brass 


No.  2064 

Length  13",  Width  9" 

Wired  Keyless 

Fire  Polished  Clear  Crystal  Glass 
Finishes — Colonial  Brass  or  Pewter 
No.  Ch.  2064  on  Chain 

No.  2103 

Length  12 Vi",  Width  8 Vi" 
Wired  Keyless 
Clear  Cut  on  Frosted  Glass 
Finishes — Colonial  Brass  or  Pewter 
No.  Ch.  2103  on  Chain 


No.  10040 

Length  36",  Lantern  Body  Size  8 Vi"  x  14" 
Wired  Keyless 

Clear  Crystal  Glass  with  Etched  Design 
Finishes — Weathered  Old  Brass 
or  Antique  Brass 
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ENGLISH  GEORGIAN  AND 


No.  1138 

Length  14",  Lantern  6V2"  x  11" 

Wired  Keyless 

Crystal  Clear  Hexagon  Cylinder 
Finishes — Colonial  Brass  or  Antique  Brass 
or  Stained  English 


No.  1126 

Length  36",  Lantern  9"  x  15" 
Wired  Keyless 

Crystal  Clear  Hexagon  Cylinder 
Finishes — Colonial  Brass 
or  Stained  English 


No.  1123 

Length  36",  Lantern  9"  x  16" 
Wired  Keyless 

Crystal  Clear  Hexagon  Cylinder 
Finishes — Stained  English  or 
Weathered  Old  Brass 


No.  1125 

Length  36",  Lantern  8"  x  16" 
Wired  Keyless 

Crystal  Clear  Shaped  Cylinder 
Finishes — Gold  or  Silver 
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COLONIAL 


HALL  LANTERNS 


No.  1139 

Length  36",  Lantern  6V2"  x  11" 

Wired  Keyless 

Crystal  Clear  Hexagon  Cylinder 
Finishes — Antique  Brass  or  Colonial  Brass 
or  Stained  English 


No.  1150 

Length  14",  Lantern  672"  x  11" 

Wired  Keyless 

Crystal  Clear  Shaped  Cylinder 
Finishes — Antique  Brass  or  Colonial  Brass 
or  Stained  English 


No.  1122 

Length  36",  Lantern  8"  x  16" 
Wired  Keyless 

Crystal  Clear  Shaped  Cylinder 
Finishes — Colonial  Brass 
or  Stained  English 


No.  1151 

Length  36",  Lantern  6V2”  x  11" 

Wired  Keyless 

Crystal  Clear  Shaped  Cylinder 
Finishes — Antique  Brass  or  Colonial  Brass 
or  Stained  English 
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GEORGIAN  COLONIAL 


No.  2111 

Back  9”  x  4 %",  Extension  6” 

Wired  Pin  Switch 

Clear  and  Frosted  Glass  with  Cut  Design 


No.  1951 

Length  14",  Width  12" 
Wired  Keyless 

Clear  Cut  on  Frosted  Glass  Dish 


No.  2112 

Length  42",  Width  19 V2" 

Wired  Keyless 

Clear  and  Frosted  Glass  with  Cut  Design 


No.  2113 

Back  9"  x  4 %",  Width  lOVfe" 

Wired  Pin  Switch 

Clear  and  Frosted  Glass  with  Cut  Design 


Finishes — Colonial  Brass  or  Pewter  and  Gold  or  Federal  Bronze 
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GEORGIAN  COLONIAL 


No.  13058 


No.  13058 

Back  11"  x  4".  Width  10" 
Wired  Pin  Switch 


No.  13051 

Back  11"  x  4",  Extension  6V2” 
Wired  Pin  Switch 


No.  1912 

Length  11",  Width  7Vi" 
Wired  Keyless 

Clear  Cut  on  Satin  Frosted  Glass 


No.  13060 

Length  36",  Width  20" 
Wired  Keyless 


Finishes — Antique  Brass  or  Pewter  or  Colonial  Brass 
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Each  art  style  is  a  mirror  reflecting  the 
times  and  the  men  which  produced  it. 

English  styles  are  distinguished  by 
their  clean  cut,  handsomely  masculine 
ruggedness.  These  characteristics  are 
natural  in  a  nation  of  Empire  builders 
whose  dominions  cover  the  earth.  The 
spread  of  their  far-flung  domains  have 
contributed  art  forms  as  broad  and  varied 
as  the  territories. 

Radiant  designers  have  selected  the 
more  simple  English  motifs  for  reproduc¬ 
tion  in  the  designs  which  follow.  The  cele¬ 
brated  craftsmen  of  the  Georgian  Period 
have  provided  lines  which  are  always 
pleasing.  The  Tudor  Period  with  its  Gothic 
influence  has  supplied  another  source  for 
motifs  perfectly  suited  to  the  lighting  fix¬ 
ture.  Simple  lines,  devoid  of  detail,  preva¬ 
lent  in  12th  century  England,  are  also 
represented. 

All  fixtures  are  made  of  Brass  and 
superbly  finished.  Their  presence  in  your 
home  will  supply  the  graciousness  identi¬ 
fied  with  English  interiors. 


WINDSOR 


No.  2116 

Length  42",  Width  18  Vz" 
Wired  Keyless 
Clear  Cut  on  Frosted  Glass 


No.  2114—1  Lt. 

Back  4"  x  8",  Extension  6" 
Wired  Pin  Switch 
Clear  Cut  on  Frosted  Glass 
No.  2115—2  Lt.,  Width  11" 
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Finishes — Federal  Bronze  or  Pewter  and  Gold 


LIGHTING  STYLES 
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No.  2117 

Length  42",  Width  20" 
Wired  Keyless 


No.  2120 

Length  42",  Width  19" 
Wired  Keyless 


No.  2118—2  Lt. 

Back  4"  x  8",  Width  11 " 
Wired  Pin  Switch 
No.  2119 — 1  Lt.,  Extension  6V2" 


Glassware  Shown  Clear  Cut  on  Frosted 
finishes — Federal  Bronze  or  Pewter  and  Gold 
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WESTMINSTER  STYLES 
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No.  2086 

Back  4>/2"  x  8",  Extension  GV2” 

Wired  Pin  Switch 
Mellowtone  Glass 

Finishes — Federal  Bronze  or  Pewter  and  Gold 


No.  2084 

Length  12",  Width  7" 

Wired  Keyless 
Mellowtone  Glass 

Finishes — Federal  Bronze  or  Pewter  and  Gold 
No.  Ch.  2084  on  Chain 


No.  2085 

Length  42",  Width  20" 

Wired  3-Way  Switch 
Mellowtone  Glass 

Finishes — Federal  Bronze  or  Pewter  and  Gold 


No.  Cl.  2103 

Length  12  >/:>",  Width  BV2" 
Wired  Keyless 
Clear  Crystal  Glass 
Finishes — Colonial  Brass  or  Pewter 
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12th  CENTURY  ENGLISH  STYLES 


I 


>  *: 

0 

No.  2051 

No.  2050 

Length  36",  Width  14  Vi" 

Length  13",  Width  7  Vi" 

Wired  Keyless 

Wired  Keyless 

No.  2053 

Back  7  Vi"  x  4",  Extension  6” 
Wired  Pin  Switch 


No.  2052 

Length  42".  Width  19" 
Wired  Keyless 


Clear  and  Satin  Frosted  Chimneys 
Finishes — Pewter  and  Brass  or  Federal  Bronze 
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CRYSTAL  RADIANTS 

HE  CRYSTAL  FIXTURE  has  always  been  syn- 
onymous  with  and  suggestive  of  the  magnifi¬ 
cence  and  grandeur  of  the  French  courts. 

Louis  XIV  brought  a  definite  national  style  to 
France.  The  King  loved  luxurious  display  and  he 
brought  to  his  country  the  most  brilliant  artists  of 
the  day  and  encouraged  them  by  royal  favor  to 
provide  a  lavish  background  for  his  reign.  Sophis¬ 
ticated  elegance  was  the  rule  but  opulent  display 
was  made  dignified  by  classic  refinement.  Marble 
floors  and  walls,  mirrors,  gold  and  silver  orna¬ 
mentation,  crystal  trimmed  chandeliers,  all  re¬ 
flected  the  frank  brilliance  of  the  day.  The  sun, 
the  shell,  the  oak,  laurel,  and  olive,  swags  and 
garlands  of  fruits  and  flowers,  provided  the 
decorative  motifs. 

The  days  of  Louis  XV  and  Louis  XVI  saw  the 
greatest  development  of  this  period  of  luxurious 
living.  Crystal  chandeliers  were  in  common  use 
during  the  reign  of  Louis  XV  and  wall  brackets 
were  gold  and  silver  in  asymmetric  designs.  The 
advent  of  Louis  XVI  was  marked  by  a  gradual 
return  to  classic  detail  and  in  many  respects  the 
style  resembles  that  of  Louis  XIV. 

"Style”  in  lighting  equipment  like  "style"  in  other 
creations,  is  a  direct  result  of  sound  reasoning 
and  discriminating  taste.  To  the  Radiant  designer, 
"style"  is  that  quality  and  purity  of  line  which 
gives  a  fixture  permanency  of  appeal. 

The  Crystal  Radiants  pictured  here  were  designed 
to  incorporate  those  motifs  best  suited  to  present- 


CRYSTAL 


day  interiors,  where  a  French  feeling  is 
desired.  Their  lively  brilliance  will  imbue 
your  home  with  a  feeling  of  richness  and 
warmth.  And  they  will  add  that  unifying  note 
which  is  necessary  to  good  decoration. 
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LIGHTING  STYLES 
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No.  1972 

Length  16",  Width  10" 
Wired  Keyless 
No.  Ch.  1972,  Length  36" 
Crystal  Shown  Finest  Quality 
Hand  Polished 


No.  1988  V2— 2  Lt. 

Back  \Vi"  x  4 Vi” ,  Width  13" 
Wired  Switch 

No.  19811/2—1  Lt. 

Clear  Cut  on  Frosted  Glass  Shades 


No.  1979 

Length  6",  Width  SV2" 
Wired  Keyless 
Hand  Polished  Crystal  Trim 


No.  1980% 

Length  42",  Width  21" 

Wired  Keyless 

Clear  Cut  on  Frosted  Glass  Shades 
Hand  Cut  and  Polished  Crystal  Glass 
on  Body  and  Trim 


Fin  ish — C  hrotn  i  u  m 
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No.  447 

Length  9  Vi",  Width  8” 

Wired  Keyless 

Ornamental  Cast  Brass  Band  and  Crystal  Trim 
Finish — Gold  or  Silver 


No.  1970% 

Length  42",  Width  20" 

Hand  Polished  Crystal  Glass  Body  and  Trim 
Clear  Cut  on  Frosted  Glass  Shades 
Finish — Chromium 


No.  1978% 

Back  4  Vi"  x  4 Vi".  Width  13" 
Wired  Switch 

Hand  Polished  Crystal  Trim 
Clear  Cut  on  Frosted  Glass  Shades 
Finish — Chromium 


No.  282 

Length  7 Vi",  Width  9" 

Wired  Keyless 
Fire  Polished  Crystal  Glass 
Sunburst 

Finishes — Chromium  or  Gold  or  Pewter 
or  Colonial  Brass  or  Ivory  and  Gold 
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CRYSTAL  STYLES 
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No.  440% 

Length  42",  Width  20" 

Wired  Keyless 

Clear  and  Frosted  Glass  Shades 
with  Hand  Cut  Design 
Hand  Cut  and  Fire  Polished  Crystal  Glass 
on  Body  and  Trim 

Finishes — Chromium  or  Silver  and  Gold 


No.  596—4  Lt. 

Length  15",  Width  15" 

Wired  Keyless 

Ornamental  Cast  Brass  Band  and  Crystal  Trim 
Finishes — Gold  or  Silver 
No.  594—3  Lt.,  Length  14",  Width  12" 

No.  442% — 2  Lt. 

Back  4 */a "  x  9 ‘/a".  Width  10 ‘/a" 

Wired  Pin  Switch 


No.  441 V2 — 1  Lt.,  Extension  S'/a" 
Clear  and  Frosted  Glass  Shades  with 
Hand  Cut  Design  and  Crystal  Trim 
Finishes — Chromium  or  Silver  and  Gold 
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LADY  LOUISE 
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No.  1980 

Length  42",  Width  21 " 

Wired  Keyless 

Polished  Crystal  Glass  on  Body  and  Trim 
Finish — Chromium 


No.  1988—2  Lt. 

Back  4 ‘/a"  x  41/2",  Width  13" 

Wired  Switch 

No.  1981 — 1  Lt.,  Extension  8" 
Polished  Crystal  Glass  on  Body  and  Trim 
Finish — Chromium 


No.  592 

Length  ll",  Width  10" 

Wired  Keyless 

Ornamental  Cast  Brass  Band  with  Crystal  Trim 
Finishes — Gold  or  Silver 
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CRYSTAL  STYLES 


No.  1970 

Length  42".  Width  20" 

Wired  Keyless 

Polished  Crystal  Glass  on  Body  and  Trim 
Finish — Chromium 


No.  1993 

Length  16",  Width  16" 

Wired  Keyless 
Hand  Polished  Sunburst 
and  Crystal  Glass  Trim 
Finishes — Chromium  or  Silver  and  Gold 


No.  1978 

Back  4  '/2 "  x  41/2".  Width  13" 
Wired  Switch 

Polished  Crystal  Glass  on  Body 
and  Trim 

Finish — Chromium 
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LADY  ESTHER 


No.  590 

Length  42",  Width  19" 
Wired  Keyless 

Polished  and  Cut  Crystal  Glass 
on  Body  and  Trim 
Finish — Chromium 


No.  427 

Length  6",  Width  13" 

Wired  Keyless 

Ceiling  Plate,  made  of  Heavy  Beveled  Mirror 
with  Crystal  Trim 

Finishes — Silver  and  Gold  or  Gold 


No.  598—2  Lt. 

Back  5"  x  10",  Width  12" 

No.  591 — 1  Lt.,  Extension  6" 
Wired  Switch 

Polished  and  Cut  Crystal  Glass  Trim 
Finish — Chromium 
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No.  1973 

Length  8V2",  Width  12" 

Wired  Keyless 
Wood  Polished  Crystal  Trim 
Finishes — Chromium  or  Gold  or  Pewter 


No.  428 

Length  6",  Width  10" 

.  Wired  Keyless 

Ceiling  Plate,  made  of  Heavy  Beveled  Mirror 
with  Crystal  Trim 

Finishes — Silver  and  Gold  or  Gold 


No.  442—2  Lt. 

Back  4>/2"  x  9V2",  Width  10" 

Wired  Switch 

No.  441 — 1  Lt.,  Extension  5'/2" 

Wood  Polished  Crystal  Trim 
Finishes — Chromium  or  Silver  and  Gold 

No.  440 

Length  42",  Width  19  V4" 

Wired  Keyless 

Polished  and  Cut  Crystal  Glass  on 
Body  and  Trim 

Finishes — Chromium  or  Silver  and  Gold 


FITMENTS  MADE  OF  HEAVY  GAUGE  BRASS 


PAGE  43 


No.  846 

Length  8",  Width  13V4" 

Wired  Keyless 

Cut  and  Polished  Crystal  Trim 
Finishes — Ivory  and  Gold  or  Silver  or  Gold 


No.  2088 

Length  9",  Width  I2V2" 

Wired  Keyless 
Cast  Band  and  Crystal  Trim 
Iridescent  Glass  Bowl 
Finishes — Ivory  and  Gold  or  Gold 


No.  842—3  Lt. 

Length  7",  Width  1 2  " 

Wired  Keyless 

Cast  Brass  Band  with  Crystal  Trim 
and  Furnished  with  10"  Mellowtone  Dish 
No.  850—3  Lt.,  Length  9",  Width  15" 
12"  Mellowtone  Dish 
No.  849—5  Lt.,  Length  10",  Width  17" 
14"  Mellowtone  Dish 
Finishes — Gold  or  Silver 


No.  847 

Length  7",  Width  12" 

Wired  Keyless 

Cut  and  Polished  Crystal  Trim 
Finishes — Ivory  and  Gold  or  Silver  or  Gold 


No.  1994 

Length  8V2,"  Width  12" 

Wired  Keyless 
Crystal  Glass  Sunburst 
Finishes — Chromium  or  Silver  or  Gold 
or  Pewter 
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No.  593 

Back  5"  x  10".  Width  10" 
Wired  Switch 
Crystal  Glass  Cups  and 
Hand  Cut  Mirror  Back 
Finishes — Silver  or  Gold 


No.  445 

Back  6"  x  10".  Width  10 Vi" 
Wired  Pull  Sockets 
Mirror  Back  with  Polished  and  Cut 
Crystal  Trim 

Finishes — Gold  or  Silver 


No.  422—2  Lt. 

Back  8"  x  33/4".  Width  8" 

Wired  Switch 

Hand  Cut  and  Beveled  Mirror  Back  Plate 
No.  423 — 1  Lt.,  Extension  5" 
Finishes — Gold  or  Silver 


No.  13079 

Back  4"  x  15",  Width  10" 
Wired  Pull  Sockets 
Finishes — Gold  or  Silver 


No.  597 

Back  4"  x  16".  Width  9" 
Wired  Pull  Sockets 
Finishes — Gold  or  Silver 


FITMENTS  MADE  OF  FINEST  QUALITY  CAST  BRASS 
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FEDERAL  STYLES 


No.  945 

Length  42",  Width  21" 

Wired  Keyless  No.  948 

Back  5"  x  5",  Width  12" 
Wired  Pin  Switch 


No.  944 

Length  42",  Width  13" 
No.  946  Wired  Keyless 

Back  5"  x  5",  Extension  7  Vi" 

Wired  Pin  Switch 


Slender  Satin  Frosted  Crystal  Chimneys  with  Metal  Reflectors 


Finishes — Polished  Brass  with  Dark  Green  Shades  and  Trim  or  Stained  English 
or  French  Red  and  Gold  or  Ivory  and  Gold 

The  influence  of  the  French  Provincial  period  has  been  blended  with  the  graceful  lines 
of  the  Early  American  into  a  matchless  combination  of  authentic  lighting  equipment. 
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FITMENTS  MADE  OF  HEAVY  GAUGE  BRASS 


FEDERAL  STYLES 
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Jiff 

No.  941 

Back  5”  x  5”,  Extension  7" 
Wired  Pin  Switch 


No.  943 

Length  42",  Width  14" 
Wired  Keyless 


No.  942 

Length  42",  Width  12" 
Wired  Keyless 


No.  947 

Length  15  Viz",  Width  6V2" 
Wired  Keyless 


No.  940 

Length  42",  Width  22" 
Wired  Keyless 


Satin  Frosted  Chimneys  with  Metal  Reflectors 

Finishes — Polished  Brass  with  Dark  Green  Shades  and  Trim  or  Stained  English 
or  French  Red  and  Gold  or  Ivory  and  Gold 

Quaint,  lovely  styling,  a  note  of  enduring  interest,  and  beautiful  color 
combinations  will  add  a  feeling  of  permanent  charm  to  your  home. 


FITMENTS  MADE  OF  HEAVY  GAUGE  BRASS 
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No.  257 

Length  14  Vi",  Width  8” 
Wired  Keyless 


No.  258—2  Lt. 

Back  5"  x  9",  Width  11  Vi" 
Wired  Pin  Switch 

No.  251 — 1  Lt.,  Extension  6 Vi" 


No.  250 

Length  42",  Width  20" 
Wired  Keyless 


No.  259 

Back  7%"  x  4 Vi",  Extension  6" 
Wired  Pin  Switch 


Satin  Frosted  Glass  Chimneys 
Finishes — Maple  and  Polished  Colonial  Brass 
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THE  LIGHTING  FITMENTS  SHOWN  IN  THIS  LINE 
ARE  MADE  OF  NATURAL  MAPLE  WITH  METAL  PARTS  OF  BRASS 


LIGHTING  FITMENTS 


No.  253 

Length  36",  Width  14" 
Wired  Keyless 


No.  254 

Length  42",  Width  15" 
Wired  Keyless 


No.  255 

Length  9 W.  Width  13  Vi" 

Wired  Keyless 

Satin  Frosted  Glass 


No.  252 

Back  8”  x  4",  Extension  5 Vi" 
Wired  Pin  Switch 


Chimneys 


Finishes — Maple  and  Polished  Colonial  Brass 


v 

(A  MAPLE  FITMENT  FOR  EVERY  ROOM  IN  THE  HOME 
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PROVINCETOWN  STYLES 


No.  1144l/2 

Length  12",  Width  12" 

Wired  Keyless 

Satin  Frosted  and  Clear  Lined  Glass 


No.  1140 

Length  42",  Width  18" 
Wired  Keyless 


No.  E-1146 

Back  SVz"  x  5 Vz" .  Extension  5 Vz " 
Wired  Pin  Switch 

Satin  Frosted  and  Clear  Lined  Glass 


No.  1146—1  Lt. 

Back  SVz"  x  5Vz".  Extension  5" 
Wired  Pin  Switch 
No.  1147—2  Lt.,  Width  8" 


No.  1149 

Length  6",  Width  7  Vz ” 
Wired  Keyless 


No.  1143—3  Lt. 

Length  7".  Width  12" 

Wired  Keyless 

No.  1142—2  Lt.,  Length  6V2".  Width  10" 


Notice:  Candle  Shades  shown  on  Fixtures  Nos.  1140,  1146,  1147  are  available  at  extra  cost 


Finishes — Antique  Brass  or  Pewter  or  Colonial  Brass  or  Ivory  and  Gold 
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FITMENTS  MADE  OF  HEAVY  GAUGE  BRASS 


EARLY  AMERICAN  STYLES 


No.  998 

Length  4V2".  Width  9" 

Wired  Keyless 

Finishes — Chromium  or  Colonial  Brass 
or  Pewter  or  Gold 


No.  917 

Length  36",  Width  12" 

Wired  Keyless 
Frosted  Glass  Chimney 
Finishes — Colonial  Brass  or  Pewter 
or  Stained  English 


No.  2121 

Length  42".  Width  13>/2" 

Wired  Switch 

Finishes — Colonial  Brass  or  Stained  English 
or  Ivory 

6"  Opal  Glass  lor  100  Watt  Lamp 


No.  2122 

Length  42".  Width  15" 

Wired  Switch 

Frosted  Glass  Chimney  for  75  Watt  Lamp 
Finishes — Colonial  Brass  or  Stained  English 


FITMENTS  MADE  OF  HEAVY  GAUGE  BRASS 
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ECONOMY  COLONIAL  HALL  LANTERNS 


No.  13039—1  Lt 


No.  13039 

No.  1906 

Length  10",  Width  7" 
Wired  Keyless 

Length  10 V2".  Width  7" 
Wired  Keyless 

No.  927 

No.  13053 

No.  10007 

Length  36",  Lantern  7"  x  10" 

Wired  Keyless 

Length  36",  Width  9" 
Wired  Keyless 

Length  36",  Lantern  9"  x 
Wired  Keyless 

No.  13054 

No.  10073 

Length  10",  Width  9" 
Wired  Keyless 

Length  10  Vi",  Width  5" 
Wired  Keyless 

Lighting  Glassware  Shown,  Crystal  Frosted  with  Clear-Cut  Design 


Finishes — Antique  Brass  or  Pewter  or  Colonial  Brass 
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FITMENTS  MADE  OF  HEAVY  GAUGE  BRASS 


COLONIAL  BEDROOM,  SUNROOM,  DINING  ALCOVE 


No.  1959—1  Lt. 


No.  2123 

Length  6",  Width  9" 
Wired  Keyless 

No.  1959 

Length  11",  Width  6  Vi" 
Wired  Keyless 
5"  Frosted  Glass  Cylinder 


No.  1901 

Length  1 1 Vi  ",  Width  1 2  V2  " 
Wired  Keyless 

No.  1996 

Length  6",  Width  12 V2" 
Wired  Keyless 


No.  2124 

Length  5 Vi",  Width  6 Vi" 
Wired  Keyless 

No.  10035 

Length  9",  Width  8" 
Wired  Keyless 


No.  1915  No.  802 

Length  7",  Width  7"  Length  6",  Width  9 Vi" 

Wired  Keyless  Wired  Keyless 

8"  Cut  Glass  Dish 


Lighting  Glassware  Shown,  Crystal  Frosted  with  Clear-Cut  Design 
Finishes — Antique  Brass  or  Pewter  or  Colonial  Brass 


FITMENTS  MADE  OF  HEAVY  GAUGE  BRASS 
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COLONIAL  LIGHTING  FITMENTS 


No.  13023 


l  'ifl  . 

I*  *  m  ' 

b  cn| 

No.  993 

Length  4  Vi",  Width  5 Vi" 
Wired  Keyless 

No.  13023 

Length  5",  Width  12" 

Wired  Keyless 

No.  13021—1  Lt. 

Back  51/2"  x  5 Vi",  Extension  4 Vi" 
Wired  Pin  Switch 
No.  13028—2  Lt..  Width  7 Vi" 


No.  13025 

Length  5",  Width  14" 

Wired  Keyless 

No.  S- 13028 

Back  5V2"  x  5 Vi",  Width  8 Vi" 

Wired  Switch 

Glassware  Crystal  Frosted  with  Cut  Design 

No.  13011 

Back  4"  x  7 Vi",  Extension  5 Vi" 
Wired  Pin  Switch 


No.  S-13029 

Length  5",  Width  6" 

Wired  Keyless 
No.  S-13029-P— Wired  Pull 

No.  13022 

Length  5",  Width  10" 

Wired  Keyless 

No.  S- 13021 

Back  5  Vi"  x  5 Vi",  Extension  5" 

Wired  Pin  Switch 

Glassware  Crystal  Frosted  with  Cut  Design 


Finishes — Antique  Brass  or  Pewter  or  Colonial  Brass  or  Ivory  and  Gold 
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FITMENTS  MADE  OF  HEAVY  GAUGE  BRASS 


BUDGET  COLONIAL  STYLES 


No.  2126 

Back  4"  x  7 V2",  Extension  5 V2 " 

Wired  Pin  Switch 

Candle  Shades  shown  can  be  furnished 
at  Extra  Cost 

No.  2126V2 — Furnished  with  Cut  on  Frosted 
Glass  Shade 


No.  G-10010 

Length  42",  Width  20" 
Wired  Keyless 

Cut  on  Frosted  Glass  Shades 
No.  10010 — Made  with  Candles 


No.  2125 

Length  42",  Width  18" 

Wired  Keyless 

Candle  Shades  shown  can  be  furnished 
at  Extra  Cost 

No.  2125V2 — Furnished  with  Cut  on  Frosted 
Glass  Shades 


No.  G- 14041 

Back  3*/«"  x  6",  Extension  SV2" 
Wired  Pin  Switch 
Cut -on  Frosted  Glass  Shades 
No.  14041 — Made  with  Candle 


Finishes — Antique  Brass  or  Pewter  or  Colonial  Brass 
FITMENTS  MADE  OF  HEAVY  GAUGE  BRASS 
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No.  14042 

Length  6".  Width  10" 
Wired  Keyless 


No.  14045 

Length  6".  Width  14" 
Wired  Keyless 


No.  14043 

Length  6".  Width  12" 
Wired  Keyless 


No.  1954 

Back  4  Vi"  x  4 Vi",  Extension  5 Vi" 

Wired  Pin  Switch 

Candle  Shade  shown  is  available  at  extra  cost 


No.  14049— Oval 

Length  6",  Width  12" 
Wired  Keyless 


No.  1961 

Back  43/i"  x  43/i",  Extension  5" 

Wired  Pin  Switch 

Candle  Shade  shown  is  available  at  extra  cost 


No.  14048 

Back  3 Vi"  x  6",  Width  8" 
Wired  Pin  Switch 
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Finishes — Antique  Brass  or  Pewter  or  Colonial  Brass  or  Ivory  and  Gold 
FITMENTS  MADE  OF  HEAVY  GAUGE  BRASS 


BAR  ROOM,  PLAY  ROOM  and  DEN  LIGHTING 


( m 

SI:  3 

No.  2108 

Length  5",  Width  5 Vi " 
Wired  Keyless 


No.  2102 

Length  8”,  Width  14" 
Wired  Keyless 


No.  2107 

Length  5",  Width  5  Vi" 
Wired  Keyless 


No.  2100 

Length  5 Vi".  Width  12" 
Wired  Keyless 


No.  2101 

Back  7 Vi"  x  7  Vi",  Extension  6" 
Wired  Switch 


No.  2099 

Length  8 Vi",  Width  9'i" 
Wired  Keyless 


Glassware  shown  is  Enameled  Mellowtone  with  Clear  Lines 


Finishes — Federal  Bronze  or  Pewter  and  Gold  or  Colonial  Brass 
FITMENTS  MADE  OF  HEAVY  GAUGE  BRASS 
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MARIE  ANTOINETTE  MELLOW  TONE 


No.  290—5  Lt. 


Radiant  presents  on  the  next  pages  a 
series  of  bedroom,  sunroom  and  odd  room 
lighting  styles  which  offer  dramatic  deco¬ 
rative  possibilities.  These  fitments  are 
designed  to  bring  out  the  best  features  of 
a  room,  giving  unity  to  its  furnishings  and 
subtle  accentuation  to  its  centers  of 
interest. 

Mellowtone  glassware  features  the 
semi-indirect  fitments  shown.  Light  from 
these  fixtures  is  reflected  from  the  ceil¬ 
ings  and  diffused  by  the  luminous  bowls 
in  a  soft  spray  which  is  kind  to  the  eyes. 

"Lenox”  possesses  an  age  old  reputa¬ 
tion  as  makers  of  the  finest  in  China- 
ware.  Radiant  has  built  a  series  of  dainty 
fixtures  around  beautiful  Lenox  China 
spindles  and  placques. 

Bedrooms  and  other  odd  rooms  afford 
a  splendid  opportunity  for  expression  of 
personal  taste.  The  Radiants  illustrated 
simplify  the  selection  of  cheerful  and 
attractive  fixtures  for  these  rooms. 


No.  290 

Length  18",  Width  15" 

Wired  Keyless 

Mellowtone  Glass  and  Crystal  Glass  Trim 


No.  291 

Length  14",  Width  12" 

Wired  Keyless 

Mellowtone  Glass  and  Crystal  Glass  Trim 


Finishes  Pewter  and  Gold  or  Ivory  and  Gold  or  Bronze  and  Gold 
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HADDON  HALL  MELLOWTONE  STYLES 


No.  2093 

Length  42".  Width  16" 

Wired  Keyless 

Mellowtone  Glass  with  Metal  Ring 
Finishes — Pewter  and  Gold  or  Ivory 
and  Gold  or  Federal  Bronze 


No.  2092 

Length  11",  Width  14" 

Wired  Keyless 

Mellowtone  Glass  with  Metal  Ring 
Finishes — Pewter  and  Gold  or  Ivory 
and  Gold  or  Federal  Bronze 
No.  2098 — Length  42" 


No.  2091 

Length  9",  Width  12" 

Wired  Keyless 

Mellowtone  Glass  with  Metal  Ring 
Finishes — Pewter  and  Gold  or  Ivory 
and  Gold  or  Federal  Bronze 


No.  2087 

Length  9",  Width  14" 

Wired  Keyless 

Iridescent  Glass  with  Clear  Lined  and  Frosted 
Crystal  Glass  Disk 

Finishes — Chromium  or  Gold  or  Pewter 


No.  2090 

Length  7",  Width  12" 

Wired  Keyless 

Mellowtone  Glass  with  Metal  Ring 

Finishes — Ivory  and  Gold  or  Pewter 
and  Gold  or  Federal  Bronze 


No.  2080 

Length  11 ",  Width  12  Vz" 

Wired  Keyless 
Ivory  Glass  with  Metal  Ring 
Finishes — Ivory  and  Gold  or  Federal 
Bronze  or  Pewter  and  Gold 


FITMENTS  MADE  OF  HEAVY  GAUGE  BRASS 
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BEDROOM,  SUNROOM,  PLAY  ROOM 


No.  288 

Length  8".  Width  10" 

Wired  Keyless 
Mellowtone  Glass 
No.  289— Width  8" 

Finishes — Chromium  and  Black  or  Ivory 
and  Gold  or  Pewter  and  Gold 


No.  1903 

Length  UV2".  Width  12" 

Wired  Keyless 

Textured  Iridescent  Glass  with 
Line  Decoration 

Finishes — Ivory  and  Gold  or  Pewter 
or  Colonial  Brass 


No.  2028 

Length  8".  Width  10" 

Wired  Keyless 

Mellowtone  Glass  with  Decoration  for  Child's 
Room  or  Nursery 
Finish — Ivory  and  Gold 


No.  2127 

Length  11",  Width  12" 

Wired  Keyless 
Mellowtone  Glass 

Finishes — Ivory  and  Gold  or  Pewter 
and  Gold 


No.  292 

Length  IOV2",  Width  12" 
Wired  Keyless 
Mellowtone  Glass 
Finishes — Chromium  and  Black 
or  Ivory  and  Gold 
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FITMENTS  ARE  MADE  OF  HEAVY  SPUN  BRASS 


AND  DINING  ALCOVE  STYLES 


No.  1916 

No.  293 

No.  1918 

Length  11  Vi".  Width  IOV2" 

Length  13".  Width  12" 

Length  11 ",  Width  10  Vi 

Wired  Keyless 

Wired  Keyless 

Wired  Keyless 

Finish — Ivory 

Finish — Ivory  and  Gold 

Finish — I  vory 

No.  2063 

Length  10",  Width  12" 

Wired  Keyless 

Finishes — Ivory  and  Gold  or  Pewter 
and  Gold 

Enameled  Mellowtone  Glass  with  Clear  Lines 

Indirect  Metal  Reflector 

No.  2089 

Length  7  Vi",  Width  10 Vi" 

Wired  Keyless 

Mellowtone  Glass  with  Browntone 

Decoration 

Finish — Ivory  and  Gold 

FITMENTS  OF  HEAVY  GAUGE  METAL 
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LADY  CARLYLE  BEDROOM  AND 


No.  858—2  Lt. 

Back  3"  x  6",  Width  6  Vi" 

Wired  Pin  Switch 
No.  851 — 1  Lt.,  Extension  4  Vi" 

Insert  in  Back  Made  of  Decorated  Lenox  China 
Finishes — Gold  or  Ivory  and  Gold 


No.  998 

Length  4  Vi",  Width  9" 

Wired  Keyless 

Finishes — Chromium  or  Colonial  Brass 
or  Gold  or  Antique  Brass 


No.  856 

Length  14",  Width  11  Vi" 

Wired  Keyless 

Body  of  Fixture  Made  of  Decorated  Lenox  China 
Finishes — Gold  or  Ivory  and  Gold 

No.  857 

Length  9",  Width  12" 

Wired  Keyless 

Insert  in  Canopy  Made  of  Decorated  Lenox  China 
Finishes — Gold  or  Ivory  and  Gold 

No.  999 

Length  5",  Width  9" — Wired  Keyless 
Finishes — Ivory  and  Gold  or  Black  and 
Chromium  or  Black  and  Gold 


No.  852—1  Lt. 

Back  3"  x  6",  Extension  4 Vi" 

Wired  Pin  Switch 
No.  859—2  Lt..  Width  6 Vi" 

Insert  in  Back  Made  of  Decorated  Lenox  China 
Finishes — Gold  or  Ivory  and  Gold 

No.  995 

Length  5",  Width  7 Vi" 

Wired  Keyless 

Finishes — Pewter  and  Gold  or  Ivory 
and  Gold  or  Antique  Brass 
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FITMENTS  MADE  OF  BRASS 


- 

DRESSING  ROOM  LIGHTING  FITMENTS 


No.  286 

Length  8".  Width  7  Vi" 
Wired  Keyless 
No.  P-286 — Wired  Pull 
Glassware  Decorated  Mellowtone 
Finish — Ivory  and  Gold 


No.  287 

Length  12 Vi",  Width  13" 
Wired  Keyless 

Glassware  Decorated  Mellowtone 
Finish — Ivory  and  Gold 


No.  283 

Back  4  Vi"  x  4I/2",  Extension  6 Vi" 
Wired  Pin  Switch 
Glassware  Decorated  Mellowtone 
Finish — Ivory  and  Gold 


No.  861 

Back  3I/2"  x  31/2",  Extension  4 %" 
Wired  Switch 

With  Decorated  China  Trim 
Finishes — Ivory  and  Gold  or  Gold 


No.  863 

Length  7  Vi ",  Width  12" 

Wired  Keyless 
With  Decorated  China  Trim 
Finishes — Ivory  and  Gold  or  Gold 


No.  868 

Back  3 Vi"  x  3  Vi".  Width  8" 
Wired  Switch 

With  Decorated  China  Trim 
Finishes — Ivory  and  Gold  or  Gold 


FITMENTS  MADE  OF  BRASS 
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OUTDOOR  FITMENTS 


No  investment  around  your  home  can  re¬ 
turn  so  much  to  you  in  satisfaction,  comfort, 
and  protection  as  do  the  fixtures  which  light 
its  entrance.  There  is  something  pleasant 
and  soothing  in  the  glow  of  a  lantern  in  the 
night.  And  they  are  practical,  too  —  protect¬ 
ing  against  accidental  tripping  and  against 
prowlers. 

The  lanterns  illustrated  on  these  pages 
have  been  built  to  last.  Nothing  about  the 
house  is  subjected  to  fiercer  buffeting  by  the 
elements  than  your  outdoor  fixtures.  They 
must  be  able  to  withstand  constant  weather 
changes  of  sun,  wind,  snow,  ice,  and  rain. 
These  RADIANT  lanterns,  made  of  heavy 
copper  and  attractively  finished,  are  fully 
weather  and  rust  proof.  They  were  created 
after  careful  study  by  our  designers  of  pres¬ 
ent-day  trends  in  architecture. 

Their  combination  of  strength  and  beauty 
will  add  charm  and  distinction  to  any  home 
exterior. 


No.  1103 

Back  4"  x  5V2",  Extension  10" 

No.  1116 — Ceiling  Fixture  Length  16" 
Lantern  7  ¥2"  Square 

No.  1174 — Back  4"  x  5 ¥2",  Extension  12 ¥2" 
No.  1175 — Ceiling  Fixture  Length  18" 
Lantern  10"  Square 
Crystal  Frosted  Glass 


No.  1108 

Back  4"  x  5 ¥2",  Extension  10 ¥2” 

No.  1109 — Ceiling  Fixture  Length  12" 
Lantern  9"  Square 

No. 1172 — Back  4"  x  5V4",  Extension  13V&* 
No.  1173 — Ceiling  Fixture  Length  14" 
Lantern  12"  Square 
Clear  Crystal  Glass  Bottom 
with  Blue  Glass  Top 


No.  1117 

Back  4"  x  5V2",  Extension  8" 
Lantern  5 Vi"  x  13" 
Wired  Keyless 
Clear  Beveled  Plate  Glass 
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Finishes — Antique  Copper  or  Black  or  Verdi  Green 


OUTDOOR  STYLES 


No.  1166  No.  1171 

Length  5",  Width  ll"  Back  4"  x  5Vi",  Extension  12Vi" 

Wired  Keyless  Lantern  10  Vi"  Square  with  25"  Arm  Spread 

No.  1998—2  Lt..  Width  13"  Wired  KeYless 

Crystal  Frosted  Glass  Crystal  Frosted  Glass 


No.  759 

Length  5  Vi".  Width  11" 
Wired  Keyless 
Crystal  Frosted  Glass 


No.  1100 

Back  4"  x  5  Vi",  Extension  10 Vi" 
Lantern  9"  Square 
Wired  Keyless 
Crystal  Frosted  Glass 


No.  1110 

Lantern  11"  x  6",  Extension  5" 
Wired  Keyless 
Crystal  Clear  Glass 
with  Clear  and  Frosted  Shade  Inside 


No.  1106 

Back  4"  x  5 Vi",  Extension  10 Vi" 
Lantern  7 Vi"  x  8" 

Wired  Keyless 
Crystal  Frosted  Glass 
No.  1107 — Ceiling  Fixture  Length  10" 


Finishes — Antique  Copper  or  Black  or  Verdi  Green 


LANTERNS  MADE  OF  HEAVY  GAUGE  COPPER 
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OUTDOOR  LANTERNS 


No.  1169 

Back  4"  x  5 Vi”,  Extension  9" 
Lantern  7"  Square 
Wired  Keyless 
Crystal  Frosted  Glass 


No.  1114 

Lantern  12Vi"  x  7”,  Extension  5” 
Wired  Keyless 
Crystal  Clear  Glass 

with  Clear  and  Frosted  Chimney  Inside 


No.  1168 

Length  14” 
Lantern  7”  Square 
Wired  Keyless 
Crystal  Frosted  Glass 


No.  1164 

Length  14",  Width  7" 
Wired  Keyless 
Crystal  Frosted  Glass 


No.  1113  No.  1163 

Lantern  14"  x  6”,  Extension  5”  Back  4"  x  5 Vi”,  Extension  9 Vi" 

Wired  Keyless  Lantern  7"  x  10" 

Crystal  Clear  Glass  Wired  Keyless 

with  Clear  and  Frosted  Chimney  Inside  Crystal  Frosted  Glass 


Finishes — Antique  Copper  or  Black  or  Verdi  Green 
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LANTERNS  MADE  OF  HEAVY  GAUGE  COPPER 


OUTDOOR  LIGHTING 


No.  1119 

Length  IOV2".  Width  7" 

Wired  Keyless 
Crystal  Frosted  Glass 
Finishes — Antique  Copper  or  Black 
or  Verdi  Green 


No.  2060 

Length  13".  Width  4" 
Wired  Keyless 
Opal  Glass 

Finishes — Chromium  or  Pewter 


No.  2061 

Length  17".  Width  4V2" 

Wired  Keyless 
Opal  Glass 

Finishes — Chromium  and  Copper  or  Pewter 


No.  2062 

Length  15",  Width  5 
Wired  Keyless 
Opal  Glass 

Finishes — Chromium  or 


No.  1160 

Back  4"  x  5'/2",  Extension  9” 
Lantern  8"  x  7" 

Wired  Keyless 
Crystal  Frosted  Glass 
Finishes — Antique  Copper  or  Black 
or  Verdi  Green 


Pewter 


No.  1118 

Lantern  11"  x  5",  Extension  5" 
Wired  Keyless 
Crystal  Clear  Glass 
Finishes — Antique  Copper  or  Black 
or  Verdi  Green 


No.  1111 

Lantern  6"  x  10",  Extension  5" 
Wired  Keyless 
Crystal  Clear  Glass 
Finishes — Antique  Copper  or  Black 
or  Verdi  Green 
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CHROMIUM  LIGHTING  FOR  BATH  AND  KITCHEN 


No.  2033 

No.  C-2033 — Con.  Outlet 


No.  2031 

Length  4".  Width  6V4" 

Wired  Keyless 

No.  2037 

Length  63/4",  Width  4%" 
Wired  Keyless 
No.  2037-P— Wired  Pull 
Vapor-proof 

No.  2042 

Back  13 Vi”  x  2 Vi”,  Extension  3 Vi 
Wired  Switch 

No.  2042-K — Wired  Keyless 


No.  2040 

Depth  from  Ceiling  l” 

Width  10”,  Box  in  Ceiling 
4  Vi"  Deep  x  9”  Wide 
Wired  Keyless 

No.  2033 

Back  5"  x  3 Vi",  Extension  4 Vi" 
Wired  Switch 

No.  C-2033 — Switch  and  Con.  Outlet 

No.  2041 

Back  13 Vi"  x  2 Vi",  Extension  3 Vi" 
4"  Round  Back 
Wired  Pull  Switch 
No.  204 1-K — Wired  Keyless 


No.  2032 

Length  5",  Width  9 Vi" 
Wired  Keyless 

No.  2039 

Length  10".  Width  12" 
Wired  Keyless 
Indirect  Metal  Reflector 

No.  2036-C 

Back  5”  x  3Vi",  Extension  7” 
Oval  Shade  6  Vi"  Wide 
Wired  Pull  and  Con.  Outlets 
No.  2036— Wired  Pull  Switch 


Glassware  Shown  White  Enameled  and  Clear  Lined 
Finish — Chromium 


No.  2034 

Length  6 Width  6 Vi" 
Wired  Keyless 

No.  2034-P— Wired  Pull 


No.  2035 

Back  4 Vi"  x  4 Vi",  Extension  4 Vi" 
Wired  Switch 

No.  2038-P 

Back  4  Vi"  x  4 Vi",  Extension  l” 
Oval  Shade  6 Vi"  Wide 
Wired  Pull  Switch 
No.  2038 — Wired  Keyless 
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CHROMIUM  LIGHTING  FOR  BATH  AND  KITCHEN 


No.  270 

Length  8",  Width  7  54" 

Wired  Keyless 

No.  270-P — Wired  Pull,  Opal  Glass 
No.  270-M — Wired  Keyless 
No.  P270-M— Wired  Pull 
Mellowtone  Glass 


No.  273 

Back  4  54"  x  454".  Extension  5" 
Wired  Switch 
Opal  Glass 

No.  273-M  — Mellowtone  Glass 


No.  275 

Back  6"  x  454".  Extension  754" 

7  54"  Oval  Opal  Shade 
Wired  Pull  and  Convenience  Outlet 


No.  2000 

Length  4",  Width  654" 
Wired  Keyless 
No.  2000-P— Wired  Pull 
No.  2128— Length  6".  Width  < 
Above  with  Opal  Glass 
No.  2000-M — Wired  Keyless 
No.  P2000-M — Wired  Pull 
Mellowtone  Glass 
This  Fixture  is  Vapor-proof 


No.  279 

Back  454"  x  654",  Extension  4" 
Wired  Switch 


No.  785 

Length  5",  Width  6" 
Wired  Keyless 
No.  785-P— Wired  Pull 


Finish — Chromium 


No.  271 

Length  854",  Width  854" 
Wired  Keyless 
No.  271-P— Wired  Pull 
Above  with  Opal  Glass 
No.  271-M — Wired  Keyless 
No.  P271-M— Wired  Pull 
Mellowtone  Glass 

No.  2001 

Length  4",  Width  654" 
Wired  Keyless 
No.  2001 -P— Wired  Pull 
Above  with  Opal  Glass 
No.  200 1-M. — Wired  Keyless 
No.  P2001-M— Wired  Pull 
Mellowtone  Glass 
This  Fixture  is  Vapor-proof 

No.  798 

Back  4"  x  4",  Extension  354" 
Wired  Switch 


No.  801—2  Lt. 

Length  6",  Width  954" 

Wired  Keyless 

No.  281—2  Lt.,  Lgth.  654",  Wdt.  1154" 
No.  2131-3  Lt.,  Lgth.  654",  Wdt.  13  54" 
Above  furnished  with  Opal  Glass 
No.  801 -M-  Mellowtone  Glass 
No.  28 1-M —  Mellowtone  Glass 


No.  274-P 

Back  4  54"  x  4  >4",  Extension  754" 
754"  Oval  Opal  Shade 
Wired  Pull  Switch 
No.  274 — Wired  Keyless 


No.  2130 

Length  4  54",  Width  5  54" 
Wired  Keyless 
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UTILITY  LIGHTING  FOR  BATH  AND.  KITCHEN 


No.  794 

Length  7",  Width  5  Vi" 
Wired  Keyless 
No.  794-P— Wired  Pull 
This  Fixture  is  Vapor-proof 

No.  239 

Back  5”  x  3  Vi",  Extension  4" 
Wired  Pull  Switch 
IVi"  Diameter  Opal  Cylinder 


No.  795 

Length  9",  Width  9" 

Wired  Keyless 

No.  795-P — Wired  Pull 

No.  791 

Back  3 Vi"  x  6”,  Extension  5 Vi" 
Wired  Pull 

No.  791-C — Wired  Pull  and  Con.  Outlet 


No.  790 

Back  3 Vi"  x  6",  Extension  4 Vi" 

Wired  Pull  Switch 

No.  790-C — Wired  Pull  Switch 
and  Convenience  Outlet 

No.  789 

Back  3 Vi"  x  6",  Extension  5" 
Wired  Pull 

No.  789-C — Wired  Pull  and  Con.  Outlet 


No.  280  No.  2129  No.  998 

Back  3V4"  x  5",  Extension  4"  Back  5Vi"  x  4",  Width  11"  Length  4Vi",  Width  9" 

Wired  Switch  Wired  Switch  Wired  Keyless 

No.  2129-C — Wired  Switch  and  Con.  Outlet 


No.  792 

Length  7",  Width  7 Vi" 
Wired  Keyless 
No.  792-P— Wired  Pull 


No.  793 

Length  5 Vi",  Width  5 Vi" 
Wired  Keyless 

No.  793-P— Wired  Pull 

No.  278 

Length  6",  Width  5" 

Wired  Keyless 


Glassware  Shown  Is  a  High  Quality  Opal 
Finish — Chromium 
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CHROMIUM  AND  LUMILINE  FITMENTS 


No.  247 — 12"  Lamps 

Length  6",  Width  16"  Square 
Wired  Keyless 


No.  1997—12"  Lamps 

Length  4".  Width  13 Vi" 
Wired  Keyless 


No.  240 — 18"  Lamps 

Length  19 Vi".  Width  2 Vi" 
with  4 Vi"  Wall  Plate 
Wired  Keyless 
No.  S240 — Wired  Switch 


No.  246 

Length  21".  Width  8  Vi" 

Wired  Keyless 

Made  for  1- — 18"  and  2 — 12"  Lamps 


No.  237—12"  Lamps 

Length  13 Vi",  Width  2 Vi" 


Wired  Keyless 
4 Vi"  Outlet  Plate 


No.  S237 — Wired  Switch 


No.  2083 

Back  4 Vi"  x  4 Vi",  Width  10" 
Wired  Pin  Switch 
Made  with  Opal  Cylinder 
and  Adjustable  Metal  Reflector 


No.  2132 

Back  5"  x  3%",  Extension  4  Vi" 
Wired  Pin  Switch 


Finish — Chromium 
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CHROMIUM  LUMILINE  FITMENTS 


No.  245— 12"  Lamp 

Length  15 Vi",  Width  2 Vi" 

Wired  Switch  and  Convenience  Outlet 

No.  245-K — Wired  Keyless  and  Con.  Outlet 


No.  214—12"  Lamp 

Length  14  Vi",  Width  3" 

Made  with  2"  Opal  Cylinder 
Wired  Switch 

No.  214-K — Wired  Keyless 
No.  215—18"  Lamp,  Length  20 Vi",  Width  3", 
Wired  Switch,  and  Made  with  2"  Opal  Cylinder 

No.  215-K — Wired  Keyless 


No.  216—12"  Lamp 

Length  14",  Back  4  Vi"  x  4 Vi" 
with  Adjustable  Reflector 
Wired  Keyless 

No.  S21G — Wired  Pull  Switch 
No.  217 — 18"  Lamp — Wired  Keyless 
No.  S-217 — Wired  Pull  Switch 

No.  248 — 12"  Lamp 

Length  15 Vi",  Width  2 Vi" 

Wired  Switch  and  Convenience  Outlet 

No.  248-K — Wired  Keyless,  Convenience  Outlet 
Fitments  made  with  Adjustable  Reflector 

Finish — Chromium 


No.  238—12"  Lamp 

Length  13 Vi",  Width  2 Vi" 
Wired  Switch 

No.  238-K — Wired  Keyless 
No.  241 — 18"  Lamp,  Length  19 Vi" 
Wired  Switch 

No.  241-K — Wired  Keyless 

No.  218—12"  Lamp 

Length  13 Vi",  Width  2 Vi" 
Furnished  with  Adjustable  Reflector 
Wired  Switch 

No.  218-K — Wired  Keyless 
No.  219 — 18"  Lamp,  Length  19 Vi" 
Wired  Switch 

No.  219-K — Wired  Keyless 
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9.00 

14087 

19 

41.25 

2036-C 

68 

5.25 

2102 

57 

10.95 

14089 

19 

27.75 

2037 

68 

3.45 

2103 

27 

15.75 

15060% 

18 

60.00 

2037-P 

68 

3.75 

CH-2103 

27 

16.65 

15061% 

18 

12.75 

2038 

68 

3.90 

CL-2103 

34 

14.25 

15062% 

18 

11.25 

2038-P 

68 

4.20 

2104 

25 

10.95 

15067% 

19 

12.75 

OAQQ 

t\Q 

a  7^ 

2105 

25 

15.00 

15068% 

18 

21.00 

Oo 

O./O 

2106 

25 

14.70 

15070 

20 

48.00 

2040 

68 

9.00 

2107 

57 

1.95 

15070% 

19 

63.00 

2041 

68 

9.00 

2108 

57 

2.40 

15071 

20 

10.20 

2041-K 

68 

8.25 

2111 

30 

8.55 

15071% 

19 

15.00 

2042 

68 

8.25 

2112 

30 

32.25 

15078% 

19 

21.00 

2042-K 

68 

7.95 

2113 

30 

12.00 

15090 

21 

33.00 

2043 

24 

42.00 

2114 

32 

9.00 

15091 

21 

9.00 

2044 

24 

7.50 

2115 

32 

12.75 

15093 

21 

24.75 

2045 

13 

6.75 

2116 

32 

25.50 

15097 

20 

11.25 

2046 

13 

9.75 

2117 

33 

34.50 

15098 

21 

13.50 
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